viii                                             PjaETACE,
I do not affect to give any new view of the nature of combustion. What I take credit for is, the practical application, on the large scale of the furnace, of those chemical truths which are so well known in every laboratory. I also take credit for bringing together the scattered facts and illustrations of such authorities as bear OIL the subject before us, and so applying them as to enable practical men to understand that part which chemistry has to act in the construction, arrange-s} and working of our boilers and furnaces,
CL W. WILLIAMS.
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